THE SEVEN SISTERS drop in a graceful veil of spray from the side of the Geiranger Fjord,

one of the narrow fjords or inlets which pierce the coast of Norway. To reach this cascade

one starts from the seaport of Alesund and goes by steamer through miles of fjords, which

in places are shut in by steep precipices hundreds ot teet nign.
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